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ABSTRACT 


Epoxy-impregnated  superconducting  magnets  can  be 
subjected  to  energy  inputs  from  external  sources  or  from  stored 
energy  released  in  the  coil  composite.  If  the  energy  released  is 
sufficiently  large,  the  temperature  will  rise  locally  driving  the 
superconductor  normal  causing  a  magnet  guench.  Several  super¬ 
conducting  coils  were  constructed  to  determine  the  magnitude  and 
size  of  disturbances  required  to  cause  a  quench.  These  coils  were 
wound  from  multifilament,  niobium  titanium  conductor  and  epoxy 
impregnated  and  fiber  glass  reinforced.  Small  electrical  heaters  of 
various  sizes  were  embedded  in  the  coils  to  initiate  a  normal  zone. 
These  coils  were  placed  in  a  background  magnetic  field  ranging  in 
flux  density  from  0  to  5.5  T,  and  the  energy  required  to  cause  a 
quench  was  determined  as  a  function  of  the  ratio  of  operating  current 
to  critical  current  at  a  constant  field.  The  different  size  heaters  allowed 
the  energy  to  be  distributed  over  various  conductor  volumes,  and  the 
effects  of  the  energy  spatial  distribution  were  determined. 


ADMINISTRATIVE  INFORMATION 

The  work  described  in  this  report  was  performed  as  part  of  the  Superconductive  Machinery 
Development  Project,  Task  Area  S0380SL001,  Task  16761,  sponsored  by  the  Naval  Sea  Systems  Command 
tSEA  05R1 1),  Mr.  I.  Harrison.  The  work  was  accomplished  under  work  unit  1-2706-103  in  the  Electrical 
Machinery  Technology  Branch,  Electrical  Systems  Division  of  the  Propulsion  and  Auxiliary  Systems 
Department  at  this  Center. 


INTRODUCTION 

The  Navy  is  presently  developing  the  technology  base  to  design  and  build  superconductive 
motors  and  generators  of  up  to  58-MW*  per  propeller  shaft  for  ship  propulsion.***  A  major 
portion  of  this  program  is  directed  at  developing  stable  and  reliable  superconducting  magnets  for  use  as  the 
field  windings  of  electric  propulsion  motors  and  generators.  Because  of  their  compact  size,  ruggedness  of 
construction,  and  large  energy  density,  epoxy -impregnated.  Niobium  Titanium  (NbTi)  superconducting 
magnets  have  been  selected  by  the  Navy  as  the  prime  candidates  for  the  field  windings  of  electric  ship  drive 
machinery. 

*  Definitions  of  abbreviations  used  are  given  on  page  iv. 

■*  A  complete  list  of  references  appears  on  page  17. 
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A  significant  concern  with  the  shipboard  use  of  fully  potted  and  trained  superconducting  magnets  is 
their  stability  when  operating  in  a  mechanically  hostile  environment.  Heat  energy  can  be  imparted  to  the 
superconductor  of  the  magnet  from  mechanical  disturbances  such  as  shipboard  shock  and  vibration  that  can 
cause  the  magnet  to  guench.  To  design  potted  superconducting  magnets  that  can  resist  these  disturbances, 
the  amount  of  energy  needed  to  guench  these  magnets  at  a  given  field  strength  must  be  known  as  a  function 
of  their  operating  current. 

Previous  work  performed  at  the  Center  and  reported  by  Superczynski‘  has  provided  stability 
measurement  data  for  a  fully  potted  superconducting  test  coil.  But  since  a  separate  magnet  to  provide  a 
constant  background  field  was  not  available,  these  measurements  resulted  in  stability  data  for  different 
operating  currents  and  corresponding  different  magnetic  field  strengths.  For  magnet  design,  it  is  desirable  to 
know  the  stability  of  a  magnet  as  a  function  of  its  operating  current  at  different,  but  fixed,  values  of  magnetic 
field.  This  knowledge  is  needed  for  machine  design  because  the  magnetic  field  strength  is  usually  a  specified 
reguirement,  and  the  magnet  designer  selects  the  operating  current  based  on  space  restrictions  and  stability 
requirements.  To  obtain  constant  field  stability  data,  an  experiment  has  been  performed  to  measure  the 
energy  to  quench  of  a  small  test  magnet  that  is  operated  in  the  controlled  field  of  a  separate  background 
magnet. 


TEST  MAGNET  CONSTRUCTION 

The  test  .magnets  used  in  the  experiment  are  small,  epoxy-impregnated  solenoidal  coils  wound  with 
rectangular  wire  having  180  NbTi  superconducting  filaments  with  a  l  -cm  twist  pitch  in  a  copper  matrix.  The 
wire  ha.‘:  a  cross  section  of  O.bSS  by  0.52!  mm,  a  copper  to  superconductor  ratio  of  1.8  to  1,  and  is  coated 
with  formvar  insulation  approximately  0.02  mm  thick.  All  the  test  coils  constructed  for  stability  measurements 
were  wound  with  wire  manufactured  from  the  same  billet  to  assure  uniform  wire  characteristics  for  all  the  test 
magnets.  In  addition,  the  coils  were  consecutively  wound  on  an  aluminum  mandrel  to  ensure  that  the  coils 
would  be  of  identical  construction  including  the  same  potting  material  and  curing  procedure. 

The  test  magnets,  as  shown  in  Figure  1,  have  five  layers  of  winding,  88  electrical  turns  total,  and  have 
overall  measurements  of  18.76-cm  outside  diameter  (OD),  18.00-cm  inside  diameter  (ID),  and  1.40-cm  length. 
The  coils  were  wound  on  the  aluminum  mandrel  with  an  initial  layer  of  dry  0.089-mm-thick  fiber  glass  cloth. 
After  the  initial  layer  of  fiber  glass  cloth  was  applied,  the  first  layer  of  wire  was  wound  on  the  cloth.  This 
procedure  was  repeated  for  each  layer  of  winding  until  five  layers  of  winding  have  been  built  up.  The  outside 
surface  of  the  coil  was  then  wound  with  a  5  layer  fiber  glass  overwrap.  A  thin  sheet  of  metal  was  placed  around 
the  outer  diameter  of  the  coil  with  sufficient  clearance  to  allow  penetration  of  the  epoxy  when  the  coil  is 
potted.  During  the  winding  of  the  test  coils,  bare  wire,  constantan  heaters,  0.08  cm  in  diameter  and  of  various 
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lengths,  were  imbedded  in  each  coil.  As  shown  in  Figure  I,  each  heater  was  located  between  the  second  and 
third  winding  layers,  and  centered  along  the  length  of  the  coil.  The  finished  coil  assembly  was  then  placed  in 
a  vacuum  potting  chamber  and  impregnated  with  an  epoxy  mix  composed  of  Ciba  6004  epoxy  resin  with 
equal  parts  of  Lindride  12  and  Lindride  16  hardeners.”  This  epoxy  mix  contained,  by  weight,  100  parts  of 
resin  to  85  parts  of  hardener  and  was  degassed  and  heated  to  65°C  prior  to  potting  the  coil.  After  the  coils 
had  been  potted,  they  were  cured  at  a  temperature  of  85°C  and  7.03  kg/cm^  of  pressure  for  a  period  of  8  hr. 
Upon  completion  of  the  curing  process,  the  coils  were  removed  from  the  potting  chamber,  machined  to  a 
final  outside  diameter  of  18.76  cm,  and  then  removed  from  the  winding  mandrel. 

TEST  MAGNET  AND  BACKGROUND  MAGNET  ASSEMBLY 

The  assembly  of  a  test  magnet  in  the  inner  bore  of  the  background  magnet  is  shown  in  Figure  2.  The 
superconducting  background  magnet  has  an  inside  diameter  of  19.4  cm,  an  outside  diameter  of  24.0  cm,  and 
IS  9.4  cm  long.  The  test  magnet  is  concentrically  located  at  the  mid-length  of  the  inner  bore  of  the 
background  magnet.  The  operating  load  lines  for  the  test  magnet  and  the  background  magnet  at  the  heater 
location  of  the  test  magnet  are  shown  in  Figure  3.  Also  shown  in  Figure  3  is  the  measured  short  sample 
characteristic  for  the  superconducting  wire  of  the  test  magnet.  To  provide  a  constant  total  magnetic  flux 
density,  B,  for  various  values  of  test  coil  transport  current,  I,  the  operating  current  of  the  background,  It,  was 
determined  from  the  combined  load-line  equations  of  the  two  magnets: 

0.00151  -(- 0.05891b  =  B  (1) 

To  obtain  a  desired  constant  total  magnetic  field  for  each  value  of  test  coil  operating  current,  the  operating 
current  of  the  background  magnet  was  computed  using  the  above  equation,  and  the  background  magnet  was 
operated  at  this  value. 


‘CIBA  6004  is  manufactured  by  Ciba  Products  Co.,  Summit,  New  lersey.  Lindride  12  and  Lindride  16  hardener  are 
manufactured  by  Lindan  Chemical  Inc.,  Columbia,  South  Carolina.  Trade  names  are  used  to  define  material  and  does  not 
imply  any  endorsement  of  particular  products  by  this  Center  or  the  U.S.  Navy. 


EXPERIMENTAL  METHOD 


For  the  experiments  ‘o  measure  th^  energy  to  quench,  the  test  coil  and  background  coil  assembly  was 
placed  in  a  cryogenic  dewar  and  cooled  from  room  temperature  to  4.2  K  using  liquid  helium.  After  both 
magnets  reached  their  superconducting  state,  they  were  each  energized  to  predetermined  operating  currents 
using  separate  power  supplies  as  shown  in  Figure  4. 

The  objective  of  the  experiment  was  to  measure  the  minimum  energy  required  to  quench  the  test  coil 
at  constant  magnetic  field  and  for  various  values  of  test  coil  operating  current.  Therefore  for  any  selected 
value  of  magnetic  field  strength  and  test  coil  operating  current  for  which  energy  to  quench  measurements 
would  be  made,  the  operating  current  of  the  background  magnet  was  computed  from  the  combined  load-line 
equation  previously  given  as  Equation  (1).  The  operating  current  of  the  background  magnet  was  ramped  up  to 
its  calculated  value,  and  then  the  test  magnet  operating  current  was  raised  to  a  predetermined  percentage  of 
its  critical  current.  To  measure  the  energy  to  quench  at  another  value  of  test  coil  operating  current,  the 
operating  current  of  the  background  magnet  was  recomputed  and  adjusted  to  this  value  to  maintain  a  constant 
total  magnetic  field.  Therefore,  using  this  procedure,  the  measurements  of  the  energy  to  quench  the  test 
magnet  could  be  obtained  as  a  function  of  its  operating  current  and  at  fixed  magnetic  field  strength. 

To  quench  the  test  coil  with  a  known  amount  of  electrical  energy,  a  pulse  generator  and  pov.’er 
amplifier  system,  as  illustrated  in  Figure  4,  was  used  to  deliver  a  single  pulse  of  electrical  current  to  the 
resistor  heater  imbedded  in  the  test  coil.  A  calibrated  oscilloscope  was  used  to  measure  the  amplitude  and 
width  of  the  electrical  pulse  with  the  pulse  generator  and  power  amplifier  operating  in  the  repetitive  mode 
and  driving  a  dummy  load  equivalent  to  the  heater  load.  From  these  measurements,  the  instantaneous  power 
of  the  pulse  io  be  delivered  to  the  heater  was  computed,  and  the  product  of  this  power  and  the  time  duration 
of  the  pulse  was  used  as  the  measurement  of  the  heat  energy  to  be  imparted  to  the  test  coil.  After  the  pulse 
amplitude  and  the  width  had  been  selected,  the  pulse  generator  was  operated  in  its  manual  and  single-pulse 
mode,  and  the  power  amplifier  output  was  connectd  to  the  heater  of  the  test  coil. 

The  actual  test  procedure  involved  setting  the  pulse  width  to  a  fixed  value  of  100  ^sec  and  adjusting 
the  pulse  amplitude  to  obtain  the  minimum  energy  required  to  quench  the  coil.  For  each  run  of  the 
experiment,  the  amplitude  of  the  constant  width  pulse  was  initially  set  to  a  value  estimated  to  be  less  than  that 
needed  to  quench  the  magnet.  The  amplitude  of  the  pulse  was  then  increased  in  small  voltage  increments 
until  the  test  magnet  quenched.  A  time  interval  of  at  least  1  minute  was  allowed  between  each  pulse  that  did 
not  quench  the  magnet  .so  that  the  heat  energy  imparted  to  the  test  coil  could  dissipate  to  the  helium  bath. 
After  the  test  magnet  suffered  a  quench,  it  was  re  energized  to  a  desired  operating  current,  and  its 
temperature  was  allowed  to  stabilize  for  several  minutes  before  continuing  the  experiments. 
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DISCUSSION  OF  RESULTS 


The  results  of  the  experiments  to  measure  the  minimum  energy  r-’quired  to  quench  the  test  magnet  at 
constant  field  and  at  an  operating  temperature  of  4.2  K  are  shown  in  Figures  5  and  6.  In  Figure  5,  the 
minimum  energy  to  quench  the  test  coil  containing  a  1.27-cm  heater  is  plotted  as  a  function  of  the  ratio  of  the 
test  coil  operating  current  to  its  critical  current  (FT  .)  for  the  magnet  field  strengths  shown.  Figure  6  is  also  a 
plot  of  the  minimum  energy  to  quench  as  a  function  of  I/I.,  and  for  the  magnetic  fields  shown,  buf  for  a  test 
coil  containing  a  heater  0.635  cm  in  length.  As  both  figures  show,  the  magnitude  of  the  energy  to  quench  at  a 
constant  field  value  varies  greatly  over  the  range  of  M,.  of  0.1  to  0.95  for  which  measurements  were  obtained. 
The  shape  of  each  curve  is  similar  to  the  results  obtained  by  Superczynski-  where  the  magnetic  field  strength 
also  varied  with  the  I  T,  values.  But  the  results  of  the  constant  field  measurements  of  energy  to  quench  do 
show  a  flattening  of  the  curve  shape  in  the  l.T  range  of  0.2  to  0.8  as  predicted  by  Superczynski-  for  a 
condition  of  constant  field.  However,  the  constant  field  results  To  not  show  a  trend  of  constant  energy  to 
quench  for  the  lower  values  of  LI.  as  predicted  by  the  theoretical  work  of  Wilson.'  Instead,  the  measured 
results  indicate  that  the  stability  of  a  potted  superconducting  magnet  at  any  magnetic  field  strength  can  be 
greatly  improved  by  operating  it  at  a  transport  current  that  is  a  small  percentage  (I  T.  cf  0.3  or  less)  of  its 
critical  current. 

A  definite  trend  that  can  be  observed  in  the  results  for  both  the  test  coil  with  the  1.27-cm  heater  and 
the  test  coil  with  the  0.635  cm  heater  is  a  decrease  m  the  minimum  energy  to  quench  for  increasing  values  of 
magnetic  flux  density  up  to  5T.  As  an  example  using  the  results  of  Figure  5,  the  energy  to  quench  at  L'T.  of 
0.^^  varies  from  1.5  X  10  '  J  at  a  flux  density  of  2T  to  7.5  X  10  '*  ]  at  5T.  This  decrease  in  minimum  energy  to 
quench  with  increasing  field  strength  appears  to  be  the  result  of  the  decrease  in  the  critical  temperature  of 
the  NbTi  superconductor.  In  Figure  7,  the  critical  temperature  of  the  NbTi  conductor  is  plotted  as  a  function 
ot  I  I  for  magnetic  flux  densities  of  2T  and  5T.  The  superconductor  critical  temperature  for  I/I,-  of  0.5  at  2T  is 
6..,<  K,  and  at  3T  the  critical  temperature  is  5,7  K.  Therefore  the  difference  in  critical  temperature  from  the  4.2 
K  bath  temperature  is  2. 1  K  at  2T  and  decreases  to  1 .5  K  at  5T.  The  reason  for  the  small  decrease,  as  shown 
in  Figure  6,  or  no  decrease,  as  shown  in  Figure  5,  of  the  energy  to  quench  for  the  flux  densifies  from  5T  to 
5.5T  IS  not  known. 

Comparing  the  measurements  of  the  energy  to  quench  the  test  coil  having  the  1.27-cm  heater  to  those 
of  the  test  coil  containing  the  0.635-cm  heater,  it  can  be  observed  that  in  the  I/I,.  range  of  0.3  to  0.9  the  coil 
with  the  1.27  cm  heater  required  approximately  twice  the  energy  to  quench  than  the  coil  with  the  0.635-cm 
heater.  The  magnitude  of  the  energy  density  of  the  heat  disturbance  is  the  same  in  both  coils,  and  this  result 
indicates  that  the  energy  density  of  the  heat  disturbance  produces  the  quench  in  a  potted  superconducting 


CONCLUSIONS 


The  results  oi  the  metasiirements  oi  the  energy  required  to  quench  u  potted  superconducting  magnet 
are  in  agreement  with  the  results  reported  by  Superczynskic  These  results  show  that  a  potted 
superconducting  magnet  has  a  region  oi  maximum  stability  at  low  values  of  1  I  ,  a  region  of  high  instability  at 
the  higher  values  of  11,  and  that  its  stability  decreases  approximately  linearly  in  the  II.  region  ol  0.3  to  0.8. 
If  IS  evident  that  in  the  design  of  a  magnet  tor  a  piirticular  field  strength  that  stability  is  sacrificed  whenever 
current  density  is  maximimized,  and  an  engineering  tr.ideoti  decision  between  stability  and  current  density 
rnu.sf  be  made  in  each  design.  Using  the  results  of  Figures  n  and  6,  a  maqnef  designer,  attempting  to 
rnaximice  current  density  but  de.sinng  to  maintain  good  stability,  would  probably  select  an  operating  current 
thaf  would  corrc’spond  to  a  I  I  value  in  the  region  ot  O.fi  ti.'  U.8,  In  Figures  8  and  9,  the  measurements  of  the 
minimum  energy  to  quencii  versus  I  1  m  the  region  <'i  0.  t  to  0.8  (iav<‘  been  replotted  using  a  linear  scale  for 
•  ■n.g-gy.  These  curves  show  fh.it  th'-  decr<-as"-  in  •■n<  :'.jy  to  'ns-nch  tor  magnet  stability)  is  approximately  linear 
t  't'  '.ncft  a.sing  Willies  ot  I  1  ..inii  th.it  th'-'  savTiti-'i-  m  st.ibility  tor  incri -.isint)  values  of  I  I .  is  at  its  minimum  in 
•tn,-'  region. 

From  tradition  iind  t'xperioiice.  th,.-  st  linlity  ci.'siuti  margin  tor  potted  m-tanets  has  been  set  to  be  20°  o 
tri'in  ‘h.e  4.2  K  short  sample  ilong  the  nvi  me'  loaci  tin.-,  Wn.-n  tins  margin  is  comp.ired  with  the  stability 
results  obt  un.'d  trom  th.-  m.-.tsurenierits  ot  tii.-  .-n.'t-iy  to  quenct;  at  constant  held,  it  is  found  that  the  20°  o 
stability  m.irgin  may  be  a  conserva'ive  limit.  For  ex-imple.  tiie  or. -limin.rry  designs  of  the  6.5T  magnets  at  the 
F'  MW  f.iropu!.sion  motor  si,''.'  have  included  a  2li  '  ■  .‘-■tabiiity  margin  in  field  and  current.  This  margin  m  both 
ti.  Id  and  .  .r''«’nt  tr-mslates  to  in  a.-tu.ii  1  1  ol  aofin'ximately  0.8  at  the  b.OT  magnetic  flux  density.  Using  the 
i'urves  of  Figures  8  and  9,  ttie  data  re.sults  indic.ite  that  it  may  b..  practical  to  operate  these  magnets  at  an  I  T  . 
ot  up  to  0.7  whu'h  tran.sLi'es  to  .i  niaruin  along  the  io  id  line  troin  a  short  sample  oi  approximately  10°  r. 

Another  result  ol  the  measur.nTients  ot  tt'ii'>  energy  rerjuired  to  quench  a  potted  superconducting 
rn-isjn.-t  is  tfiai  high,  field  magnets  ,ir.-  less  stable  tlvui  low  tudd  magnets  tor  the  same  ratio  of  I  1  .  As  Figures  5 
and  0  or  Figures  8  and  9  show,  ,i  mafjnet  oper.iting  -.it  a  magnetic  flux  density  ot  2T  is  more  stable  than  a 
m-i-inet  oper-itinq  at  FT,  Although  this  result  can  be  related  to  the  higher  values  of  critical  temperature  (as 
.-T;ov/n  in  Figure  7)  tor  magnets  op.-rating  at  2T  as  compared  to  9T,  further  work  is  required  to  fully  explain 
'tie  measured  rfT-itionship. 

In  tile  area  of  planned  work,  an  effort  will  be  undertaken  to  relate  the  measured  stability  of  potted 
sup.-rconductinq  magnets  to  the  minimum  propagating  zone  concept  developed  by  Wipf,'*  The  MPZ  is  defined 
as  lii..  norml  zone  size  for  which  loule  heating  produced  in  the  normal  zone  is  equal  to  the  heat  removed  from 
thf'  z.ori.'  by  conduction  and  cooling.  Therefore,  a  definite  relationship  should  exi.sl  between  the  calculated 
size  ot  the  minimum  propagating  zone  and  the  measured  minimum  energy  to  quench,  since  both  describe  the 
.stability  of  a  superconducting  coil.  Work  is  presently  being  performed  to  determine  this  relationship  and  will 
bt  the  subipct  of  a  future  report. 
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Figure  7  —  Critical  Temperature,  T^,  of  Niobium  Titanium  Superconductor  for 
2T  and  5T  Magnetic  Flux  Densities 
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—  Linear  Plot  of  Energy  to  Quench  Versus  I/I^,  for  Test  Coil  wit 


Figure  8 
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